above. The final residue on the occasion when D3 was best seen the jar discharge) was about *25 c.c. Argon was also plainly visible bably constituted the greater part of the bulk. When the volume bled by addition of oxygen, D8 was seen less well.
3ess depended a good deal upon precautions to avoid the presence of ,nd especially of argon, which had not undergone diffusion. It was y to eliminate the dissolved gases of the dilute hydrochloric acid ilch the C0a was prepared, and to keep an atmosphere of C02 in the vessel. Until these precautions were taken, D3, though frequently id, was not clearly and steadily seen. Even at the best, good measure-ould hardly have been taken; but the line appeared to be in the right r helium, as distinguished for example from neon.it would make, a good exercise for students, requiring no special apparatus but what they should be able to construct for themselves. Although, as I have said, 5 c.c. of air is ample, a novice would naturally begin with 10 or 15 c.c.
